AMENDMENT NO. 4 MARCH 2012 
TO 
IS 11708 : 1986 SPECIFICATION FOR 
HAND, MECHANICAL 


[Page 1, Table | (see also Amendments No. | to 3)| — Substitute the following dimensions for Small 
Size I and Large Size II for the existing: 


Size Length, / Width, VW 
mm mm 
(1) (2) (3) 
I (Small) 105+5 60+5 
II (Large) 140+5 70+5 


(MHD 09) 
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